-I 




in. ill- 





L 


; 


1 





Dear Dick, V v ' §/l/-;2 

ii friend <ho has soent much of his life in laoor relations for the airlines 
loaned, ne tills book. Hei told me why it was not published as a book but X now do not 
remenber* I’ve rwtd only a couple of pages past the reproduction of which I enclose 
copies ox’ several pages tp give you an idea of th credentials and of $ha: the book 
winds up saying. 

1 1 n told the bolide takes llilb rstam 1 s apart, no : directly but by content. 

It is about lb 5 of these pages, with an appendix about a tliird that thick. 

I 1 11 know more after I’ve read tlie book. X write so you ^an thiid: about whether 
if the book is a good one it could be of interest. 


licet. 



